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PART 5 - ANGKOR 

Angkor Preah Vihear is 4754 miles from Giza . This is 19.1% of the great circle circumference, or 68.754° 
(19.1% times n equals 60.00% and 68.754° times n equals 216.00°). The two great circle segments from the axis 
point to Giza and to Angkor Vihear are each 90°, or 180° combined. 180°/68.754° = 2.618. The ratio between 
both sides of this terrestrial triangle and the baselength of the triangle is 2.618 to one. 


o 



The image below is centered on Angkor Wat and the circle is 1,466.6 miles away. East of Xian, the Longmen 
caves are close to this alignment. Just south of Dieng, Borobudur and Prambanan are also close to this 
alignment. 


http://home.hiwaay.net/~jalison/angkor.html 
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Links 

Latitude 

Longitude 

Distance to Angkor Wat 

Xian 

34° 15' N 

108° 55'E 

1,474 miles 

Yonaguni 

24° 26' N 

123° 00' E 

1,464 miles 

Bada Valiev 

1° 00's 

119° 50'E 

1,483 miles 

Dieng 

7° 12' S 

109° 54' E 

1,489 miles 

Bodh Gava 

24° 42' N 

84° 58' E 

1,461 miles 

Mt. Everest 

27° 58' N 

86° 56' E 

1,484 miles 


The image below is centered on Giza and the circle is 1,320 miles away. Lake Tana, the source of the Blue Nile, 
is west of Lalibela and right on this alignment. Also in the highlands of Ethiopia, north of Lalibela, is the sacred 
city of Axum. The radius of the Giza alignment is 9/10ths of the Angkor alignment: 1320/1466.6 = .9 


http://home.hiwaay.net/~jalison/angkor.html 
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Links 

Latitude 

Longitude 

Distance to Giza 

Rome 

41° 53'N 

12° 30' E 

1,326 miles 

Petridava 

48° 48' N 

26° 35' E 

1,326 miles 

Persepolis 

29° 56' N 

52° 55' E 

1,304 miles 

Marib 

15° 26' N 

45° 20' E 

1,350 miles 

Lalibela 

12° 02' N 

38° 50' E 

1,337 miles 

Tassili n'Ajjer 

26° 32' N 

9° 50' E 

1,320 miles 


Giza is 4,745 miles from Angkor Wat. The midway point along the great circle path from Giza to Angkor Wat is 
at approximately 26° 15' N 70° 00' E, in the Indus Valley. This is approximately 100 miles east of Mohenjo 
Daro, closer to the unexcavated Indus Valley city of Ganweriwali. This location is also within one degree of 
being exactly antipodal to Easter Island. The circle is 2,372.5 miles away from the midpoint in the Indus Valley. 
As this alignment follows the course of the Nile in Egypt, it comes close to several ancient Egyptian sites in 
addition to Giza, including Abydos and Amarna. In Turkey, Catal Hoyuk is just inside this alignment. 


http://home.hiwaay.net/~jalison/angkor.httnl 
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In addition to crossing over the center of the alignments around Angkor and around Giza, the Indus Valley 
alignment also crosses over the perimeter of the other two alignments at significant locations (Lake Tana and 
Xian). The radius of the Angkor alignment times 1.618 equals the radius of the Indus Valley alignment and the 
radius of the Indus Valley alignment times .618 equals the radius of the Angkor alignment, demonstrating the (p 
relationship between the two alignments: 

1,466.6 miles x 1.618 = 2,372.5 miles 2,372.5 miles x .618 = 1,466.6 miles 



Latitude 

Longitude 

Distance to: 26° 15' N 70° 00' E 

Giza 

29° 59' N 

31° 09' E 

2,372 miles 

Angkor Wat 

13° 28'N 

103° 53' E 

2,366 miles 

Lake Tana 

11° 50’N 

37° 00' E 

2,365 miles 

Xian 

34° 15' N 

108° 55' E 

2,376 miles 


http://home.hiwaay.net/~jalison/angkor.httnl 
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